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CROMER  URBAN  DISTRICT  COUNCIL 


Cromer, 

17th  January,  191 1 . 


Gentlemen, 

It  gives  me  great  pleasure  to  report  that  the  health  of 
Cromer  has  been  exceptionally  good  during  the  past  year.  Though 
more  rain  has  fallen,  yet  the  climatic  conditions  seem  to  have  had 
a marked  influence  in  reducing  sickness,  the  absence  of  dust  during 
the  season  contributing  to  the  same  result. 


The  principal  occupation  of  the  inhabitants  depends  on 
providing  for  visitors,  and  though  the  season  was  short,  yet 
owing  to  the  equable  temperature  of  July,  August  and  September, 
it  was  an  exceptionally  healthy  one. 

The  housing  accommodation,  especially  for  the  working 
classes,  is  becoming  inadequate  and  there  is  a tendency  to  over- 
crowd in  the  smaller  cottages,  which  is  under  consideration  by  the 
Council.  There  is  a sufficiency  of  open  space  and  the  surroundings 
are  kept  in  a satisfactory  state  of  cleanliness. 
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Twenty  more  houses  have  been  oecupied  than  were  last 
year,  leaving  only  twenty-four  unoccupied. 

The  few  houses  built  have  been  in  accordance  with  the 
Bye-Laws. 

Under  the  Housing,  Town  Planning  &c.,  x\ct,  1909,  I have 
inspected  with  the  Sanitary  Inspector  some  of  the  houses  in  Cromer 
with  the  following  results  : — 


Number  of  houses  inspected  ...  45 

Number  of  houses  found  satisfactory  20 

— 25 

Number  of  houses  in  which  action  has 

been  taken  ...  ...  18 

Number  of  houses  to  stand  over  for 

further  report  ...  ...  7 

— 25 


The  owners  of  the  18  houses  have  been  communicated  with 
and  the  necessary  work  in  several  cases  is  already  in  hand. 


Defects  found  in  the  18  houses. 

Defective  rain  water  guttering  and  down  pipes  ...  9 

Rain  water  gulley  required...  ...  ...  3 

Habitable  room  with  insufficient  window  ...  4 

Defective  wall  adjoining  stable  ...  ...  1 

Sink  connected  direct  to  drain  ...  ...  2 

W.C.  seat  defective  ...  ...  ...  1 

Yard  gulley  requiring  paving  round  ...  ...  3 

Window  not  opening  ...  ...  ...  4 

Outlet  to  vent  shaft  unsatisfactory  ...  ...  1 

Yard  requiring  paving  ..  ...  ...  1 


The  water  supply  of  Cromer,  derived  from  deep  wells,  has 
been  sufficient  in  quantity  and  wholesome,  and  has  by  analysis  been 
shewn  to  be  of  exceptional  purity,  but  contains  a considerable 
amount  of  Oxide  of  Iron,  which  deposits  on  exposure  to  the  air,  and 
the  Council  have  had  the  practicability  of  getting  rid  of  the  deposit 
by  filtration  under  their  consideration. 
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Under  the  Dairies,  Cowsheds  and  Milkshops  Order,  six 
visits  to  Milkshops  were  made  and  all  found  satisfactory.  Three 
visits  to  Cowsheds  were  made  and  in  one  an  accumulation  of  manure 
was  discovered.  No  action  has  been  taken  by  the  Council  with 
regard  to  causing  dairy  cows  in  the  district  to  be  examined  by 
veterinary  surgeons.  There  leing  no  slaughter  houses  in  the 
district,  no  occasion  has  arisen  for  the  inspection  of  meat. 

No  action  has  been  required  under  the  Food  and  Drugs 

Act. 


The  Fish  shops  were  inspected  and  found  fairly  satis- 
factory. 


The  Sewerage  and  Drainage  of  the  district  has  been 
satisfactory,  the  sewage  is  treated  in  septic  tanks  before  entering 
the  sea. 


There  are  almost  entirely  water  closets  throughout  the 

district. 


The  removal  of  House  Refuse  and  its  disposal  ha  ve  been 
under  the  consideration  of  the  Council ; at  present  it  is  removed  to 
a tip  some  distance  off,  where  it  is  disposed  of  partly  by  burning  and 
by  spreading  over  the  fields.  This  must  of  necessity  be  only  a 
temporary  method,  and  in  my  opinion  it  would  be  more  satisfactorily 
disposed  of  by  the  erection  of  a destructor. 

I have  inspected  the  Public  Elementary  Schools  which 
have  been  thoroughly  cleaned  and  painted  during  the  summer 
vacation,  and  are  in  a satisfactory  condition. 

In  connection  with  the  cases  of  Scarlet  Fever  I have  had 
to  exclude  suspicious  cases  from  the  schools. 
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INFECTIOUS  DISEASES. 

Seven  cases  of  scarlet  fever  were  notified  ; one  died  at  the 
beginning  of  the  year  within  a week  of  notification,  at  home,  where  he 
was  isolated,  the  parents  refusing  to  allow  his  removal  to  the  Isola- 
tion Hospital;  no  other  case  arose  after  thorough  disinfection  of  the 
house. 


The  other  six  were  removed  to  the  Isolation  Hospital  as 
soon  as  notified.  The  two  first  had  been  on  the  pier  together  with 
the  one  notified  on  the  31st  December,  1909. 

Three  months  later  two  cases  could  be  traced  to  a house 
outside  Cromer  and  which  therefore  I notified  to  the  M.O.H.  for  the 
Rural  District  and  after  its  disinfection  no  further  case  arose. 

The  other  two  cases  arose  independently,  one  being  the 
child  of  a visitor,  which  occurred  within  a week  of  arrival  probably 
contracted  elsewhere.  Three  cases  of  Diphtheria  were  notified  all 
contracted  outside  Cromer  in  two  visitors  and  a school  teacher  who 
had  been  away  when  he  was  infected.  They  were  all  treated  by 
isolation  and  prophylactic  injection  of  antitoxin,  no  further  case 
arose. 


One  case  of  Erysipelas  was  notified. 

ISOLATION  HOSPITAL. 

During  the  year  nine  patients  have  been  treated  in  the 
Hospital  the  average  duration  of  stay  being  forty  one  days. 

One  case  was  admitted  on  the  31st  December,  1909,  six 
others  during  the  year  occurring  in  Cromer.  One  (a  visitor)  devel- 
oped it  while  allowed  to  stay  with  her  child  who  was  seriously  ill  at 
the  Hospital.  One  case  the  Council  admitted  by  special  leave  from 
Sheringham. 
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I have  great  pleasure  to  report  that  under  the  care  of  the 
Nurse  Matron,  Miss  Lapham,  the  efficiency  and  economy  in  working 
the  Hospital  has  been  fully  maintained  and  without  any  complaint 
having  been  received.  On  the  13th  September  a fire  occurred  at  the 
laundry  due  to  overheating  of  the  chimney  of  the  disinfector  and  I 
felt  it  my  duty  to  point  out  the  necessity  there  is  for  telephonic  com- 
munication with  Cromer  for  such  emergencies. 

No  notification  has  been  sent  me  under  the  Public  Health 
(Tuberculosis)  Regulation,  1908. 


THE  FACTORY  AND  WORKSHOPS  ACTS. 

Thirty  visits  were  made  ; in  three  cases  the  sanitary  con- 
veniences  were  dirty,  the  other  had  defective  ventilation, 


OTHER  MATTERS  I HAVE  DEALT  WITH. 

I have  again  brought  before  your  notice  the  question  of  pro- 
viding suitable  mortuary  accommodation  so  essential  for  the  welfare 
of  a seaside  resort. 

I drew  your  attention  to  the  necessity  for  the  destruction 
of  rats  and  you  have  sent  out  a notice  to  that  effect. 

The  Notification  of  Births  Act,  1907,  has  not  been  adopted 
in  this  district,  but  the  infantile  mortality  does  not  seem  to  warrant 
its  application. 


THE  POPULATION. 

Estimated  for  the  middle  of  the  year  in  the  usual  way  shews 
an  increase  of  88,  being  4263  as  compared  to  4175  in  1909. 
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THE  BIRTH  RATE 

Is  19*0  per  1,000,  as  compared  with  21*7  per  1,000  for  1909, 


THE  CORRECTED  DEATH  RATE 

is  6T  per  I 000,  the  lowest  recorded,  and  the  Infant  Mortality  is 
12-3  per  1,000  births  registered,  the  lowest  for  the  last  ten  years. 


VITAL  STATISTICS. 


Area 

Population 
Inhabited  Houses  ... 
Rateable  Value 


1007  acres. 
4263 
969 

£38125  15  0 


BIRTHS. 

Males.  Females.  Total 

39  42  81 

(Three  illegitimate). 

Birth-rate  19  0 per  1,000  population. 


DEATHS. 

Registered  Deaths  28  Corrected  26 

Males.  Females.  Total. 

9 19  28 

Corrected  Death-rate  6*1  per  1,000  population. 

(This  includes  the  death  of  four  persons  who  did  not  belong  to  the 
resident  population). 
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DEATHS  AT  DIFFERENT 

AGES. 

Under  1 year 

1 

Over  1 and  under  5 years 

2 

Over  5 and  under  15  years  ... 

1 

Over  25  and  under  65  years 

13 

65  years  and  upwards 

11 

28 

INFANT  MORTALITY. 


1 death  in  an  infant  under  1 year,  12*3  per  1,000  births 
registered,  0*2  per  1,000  population. 


PHTHISIS. 


There  was  1 death  from  Chronic  Tuberculosis. 
0-2  per  1,000  population. 

35*7  per  1,000  deaths. 


CANCER. 

There  were  4 deaths  from  cancer, 
O il  per  1,000  population. 
142*8  per  i,ooo  deaths. 


ZYMOTIC  DISEASE 


There  was  one  death  (Scarlet  fever)  0*2  per  1000  population. 
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CAUSES  OF  DEATH. 

Scarlet  fever  ...  ...  ...  1 

Enteritis  ...  ...  ...  1 

Phthisis  ...  ...  ...  ...  1 

Other  Tuberculous  Diseases  ...  1 

Cancer  ...  ...  ...  4 

Pneumonia  ...  ...  ...  1 

Premature  Birth  ...  ...  ...  1 

Heart  Disease  . . ...  ...  7 

Accidents  ...  ...  ...  2 

Suicides  ...  ...  ...  2 

Apoplexy  ...  ...  ...  2 

Cholangitis  ...  ...  ...  1 

Senile  Decay  ...  ...  ...  3 

Epilepsy  ...  ...  ...  1 

28 

In  conclusion  I must  thank  Mr.  Croome  for  the  assistance 
he  has  given  me  most  w^illingly  on  every  occasion  that  I required  it. 

I am,  Gentlemen, 

Yours  obediently, 

R.  C.^M.  COLVIN-SMITH,  M.B.,  B.C.,  B.A;, 
M.R.C.S.,  L.R.C.P.,  Fellow  of  the 
Society  of  Medical  Officers  of  Health. 

Medical  Officer  of  Health. 


17/1/1911. 


Vital  Statistics  of  Whole  District  during  1910  and  Previous  Years. 
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+ Rates  in  Columns  4,  8,  and  13,  calculated  per  1,000  of  estimated  population 
Total  Population  at  ail  ages,  3,781,  ) 

Number  of  Inhabited  Houses,  839.  [ At  Census  of  1901. 

Average  Number  of  Persons  per  House,  4 4 ) 

Area  of  District  in  Acres  (exclusive  of  area  covered  by  water),  1,007. 
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CASES  OF  INFECTIOUS  DISEASE  NOTIFIED. 


j Notifiable 
' Disease. 

j 

At  all 
Ages. 

Age 

underl. 

Age 

1 to  5. 

Age 

5 tol5. 

Age  1 Age 
15to25  25  to  65. 

65  and  i 
upwards] 

Total  re- 
movedto 
Hospital 

Diphtheria  ... 

3 

- 

2 

1 ! 

— 



— 

j Erysipelas  ... 

1 

— 

— 

— 

1 i 

— 

— 

— 

! Scarlet  Fever 

1 

7 

- 

1 

6 

“ i 

6 

1 

1 Totals  ... 

1 

11 

— 

1 

8 

2 

1 

— 

— 

6 

CAUSES  OF,  AND  AGES  AT,  DEATH. 


Causes  of  Death. 

All  I 
Ages.j 

Under 

1 year. 

i 

1 and 
under 

5. 

5 and 
under 
15 

15  and 
under 
25. 

25  and 
under 
65. 

1 

65  and 
up- 
wards j 

Total 
deaths  of 
non-  resid- 
ents in 
Public  Ins- 
titutions in 
theDistrict 

Scarlet  Fever 

1 

1 

... 

1 

Enteritis 

1 

. • 

... 

1 

Phthisis  (Pulmonary 
Tuberculosis)  ... 

1 

Other  Tuberculous 

1 diseases 

1 

1 

•• 

j 

j Cancer,  malignant 
j disease 

•• 

4 

1 

1 

j Pneumonia 

1 

I 

•• 

1 ••• 

1 

1 

■ Premature  birth  ... 

1 

1 ... 

^ Heart  diseases  ... 

7 

1 

j ... 

1 

! 

1 

2 j 

1 3 

i 

2 

i Accidents 

2 

1 

2 1 

...  i 

! 

1 Suicides 

2 

2 i 

... 

Apoplexy 

2 

2 

j Cholangitis 

1 

1 

1 

j ... 

1 Senile  decay 

3 

... 

3 

! Epilepsy 

1 

1 

i 

••• 

... 

1 All  causes 

28 

* 

2 

1 

... 

11 

11 

2 
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INFANT  MORTALITY  DURING  THE  YEAR  1910. 


Cause  of  Death. 

Under 

1 Week. 

8-4  Weeks. 

Total 

under 

1 Month. 

5-6 

Months. 

6-7 

Months. 

8-9 

Months. 

Total 

Deaths 

under 

1 Year. 

All  Causes 

certified. 

1 

1 

Whooping 

Cough 

Premature 

Birth 

Injury  at  Birth 

Atrophy,  ] 

Debility,  ^ 

Marasmus  j 

Pneumonia 

Other  Causes 

■ 

Total  ... 

> 

• 

CROMER  WEATHER  REPORT. 


EIGHTH  ANNUAL  REPORT. 


Mean  Temperature  was  about  half  a degree  higher,  rainfall 
nearly  two  inches  more,  and  sunshine  about  one  hundred  hours  less 
than  in  the  year  1909. 

March  and  June  gave  very  gratifying  increases  in  sunshine 
and  warmth,  and  comparatively  low  rainfalls.  July  was  very 
depressing,  and  was  so  exceptional  that  a repetition  is  improbable. 


ATMOSPHERIC  PRESSURE. 

Mean  pressure  showed  a slight  decrease  at  29-846  inches. 
Monthly  extremes  were  30-175  in  September  and  29*589  inches  in 
February : but  the  daily  extremes  show*  a range  of  2 inches  between 
30-590  of  xMarch  31st  and  28*562  of  January  24th. 


SHADE  TEMPERATURE. 

The  highest  monthly  maximum  was  67-1  in  August  which 
again  gave  the  highest  monthly  mean  of  60  degrees. 

The  extreme  reading  of  77*5  on  June  21st  w*as  6|  degrees 
below  August  of  last  year. 
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August  was  also  the  warmest  month  at  60  degrees  and 
was  slightly  warmer  than  in  the  three  preceding  years. 


Dry  Bulb 

Maximum 

Minimum 

Mean  of 
Maximum  and 
Minimum. 

1910  August 

58-8 

67-1 

52-9 

60*0 

1909  do. 

58-8 

67-1 

52-4 

59-8 

1908  July 

58-8 

66-3 

53-1 

59-7 

1907  August 

58-3 

67-1 

5F8 

59-5 

1906  do. 

62.3 

71.8 

55-2 

63-5 

1905  July 

62-9 

70.9 

56-9 

63-9 

1904  July 

61-6 

70-9 

55T 

63  0 

SUNSHINE. 

May  continued  to  give  the  best  record  with  June  second 
and  together  totalled  413  hours.  The  April  to  June  record  was  568 
hours,  and  equal  to  about  one  third  of  the  year’s  total.  The 
decrease  of  93*8  hours  in  the  year  was  entirely  accounted  for  in 
July. 


RAINFALL. 

The  total  shows  a further  increase  of  about  2 inches.  The 
heaviest  fall  was  4T5  inches  in  July,  and  the  least  was  0-65  in 
March.  The  extreme  was  0.8  inch  on  November  27th. 

W.  H.  ARCHER, 


28/2/1911 


. ARCHER,  Observer. 
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Cromer  Weather  Report  for  1910. 


Report  of  the  Surveyor 
for  the  year  ending  Dec.  3 1 st,  1910 


To  the  Chairman  and  Members  of  the  Cromer  Urban  District  Council. 


Gentlemen, 

The  following  are  the  particulars  of  the  Roads  and  Paths 
wdthin  the  Urban  District. 

MAINTAINED  BY  THE  COUNCIL. 


Granite. 
Lineal  Yards. 

Tar 

Macadam. 

Yards. 

Flints. 

Yards. 

Granite 

Setts. 

Yards. 

Unmade 

Yards. 

Total. 

Yards. 

Main  Roads 

6793 

1403 

120 

8316 

Other  „ 

140 

1685 

2618 

60 

417 

4920 

Back  ,, 

355 

469 

824 

6933 

3443 

3207 

60 

417 

14060 

UNADOPTED  ROADS. 


Lineal 

Flints. 

Yards. 

Foundation 

only. 

Yards. 

Unmade. 

Yards. 

Total 

Yards. 

Roads 

687 

705 

147 

1539 

„ (but  Scavenged 

by  Council) 

720 

890 

1610 

Back  Roads  ... 

693 

693 

„ ,,  (but  Scavenged 

by  Council) 

817 

817 

2224 

1595 

840 

4659 

FOOTPATHS  MAINTAINED  BY  COUNCIL. 


680  Yards  of  Gravel ; 1598  Yards  of  Tar  Paving  ; 1058 

Yards  of  Shingle.  Total  3,336  Lineal  Yards. 

ROADS  AND  STREETS. 

Station  Road  has  now  been  taken  over  by  the  County 
<3ouncil  as  a Main  Road. 

Holt  Roaa  and  Hall  Road  have  been  widened  adjoining 
the  site  of  the  new  Wesleyan  Chapel,  and  a concrete  path  laid. 

The  Owners  having  given  the  necessary  land,  a much 
needed  road  widening  on  Overstrand  Road,  adjoining  “ Old  Bracon- 
dale,”  is  now'  being  carried  out.  (Estimated  Cost  £140) 

The  lower  end  of  the  Coach  Road  has  been  reformed,  and 
two  gullies  fixed. 

Lowden  Lane  has  been  coated  in  granite  w'here  flints  had 
previously  been  used. 

The  question  of  improving  the  road  and  path  adjoining  the 
Grand  Hotel  is  under  consideration. 

The  Clement  Scott  Memorial  Drinking  Trough  has  been 
fixed  at  the  junction  of  Overstrand  and  Northrepps  Roads. 

The  lower  portion  of  Mill  Lane  has  been  widened  and  made 
up  at  the  cost  of  the  owners. 

The  much  needed  repair  of  the  West  Cliff  Path  will  be 
commenced  early  in  the  New  Year,  in  conjunction  with  the  Protec- 
tion Commissioners. 
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Sandy  Lane  has  been  made  up  as  far  as  the  Allotments. 

A further  length  of  Kerb  and  Channel  has  been  laid  on 
Northrepps  Road  at  the  cost  of  the  Owner  concerned. 


ROAD  IMPROVEMENT  ACT,  1909. 

A preliminary  estimate  and  scheme  was  prepared  and 
considered  for  widening  and  laying  the  necessary  surface  water 
sewer,  in  Overstrand  Road,  from  Mill  Lane  to  the  boundary. 

Estimated  cost  of  Road  Widening  ...  £2540 

„ „ Sewer  and  Gullies  ...  £455 

The  Council  decided  to  submit  that  portion  of  the  scheme 
from  Mill  Lane  to  Mr.  Barclay’s  Farm.  Plans,  particulars  and 
estimates  were  prepared,  and  afterwards  approved  by  the  County 
Council.  The  estimated  cost  of  this  scheme  was  £1026. 

The  County  Council  also  approved  of  the  widening  by 
“ Old  Bracondale,”  as  required  by  the  Act. 

The  Council  was  represented  at  the  Conference  held  at 
Norwich  on  September  28th,  by  the  Chairman  of  the  Highways 
Committee,  the  Clerk  and  the  Surveyor. 


PRIVATE  STREET  WORKS. 

Bond  Street  Back  Passage  (West)  has  been  made  up  and 
sewered  at  a cost  of  £22-17-3.  (Estimate  £24-18-10) 

The  necessary  plans  &c.  have  been  prepared  for  making  up 
Mill  Lane  and  Salisbury  Road  Rack  Passage,  at  an  estimated  cost 
of  £33  5s.  The  work  is  now  practically  completed. 
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STEAM  ROLLER. 

The  Steam  Roller  has  worked  47^  days,  compared  to  84^ 
in  1909,  and  119J  in  1908. 


BREAKING  UP  STREETS. 


The  following  permissions  have  been  granted : — 


The  Gas  Co. 

1910 

43 

1909 

35 

1908 

19 

The  Electricity  Supply  Co. 

. . . 

14 

16 

18 

The  Water  Department 

. . . 

3 

2 

7 

Builders  and  others 

... 

12 

15 

17 

Hoardings  and  Scaffolding 

72 

4 

68 

2 

61 

6 

TAR  PAINTING. 

The  whole  of  the  roads  treated  in  1909  were  again  done, 
together  with  the  following  additions  : — 

Mill  Lane  from  Crawford  Road  to  Station  Road, 

Lowden  Lane  from  West  Street  to  Chapel  Street, 

Station  Road, 

Church  Street. 


STREET  WATERING  &c. 

The  Street  Watering  again  shows  a decrease  owing  partly 
to  the  wet  Season,  but  also  to  the  further  extension  of  tar  painted 
roads. 
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The  totals  for  the  year  compared  to  the  previous  year 
were  as  follows: — 

Days  Water  Carts  were  used  : — Increase  of  12  days. 
Water  used: — Decrease  of  196,000  gallons. 


Horse  Hire 

>1 

„ £5-5-0. 

1910 

1909 

March 

Number  of  Days 
Water  Carts  were  used 

4 

Gallons  of 
Water  used 

55,900 

Number  of  Days 
Water  Carts  were  used 

Gallons  of 
VV'ater  used. 

April 

7 

91,650 

8 

105,400 

May 

16 

147,300 

23 

318,350 

June 

23 

258,600 

19 

251,200 

July 

20 

194,900 

19 

272,200 

August 

27 

266,000 

23 

298,650 

September  19 

154,000 

14 

128,400 

October 

2 

9,050 

118 

1,177,400 

106 

1,374,200 

Flushing  Sewers  & Gullies  57,200 

34,200 

Street  Washing 

21,700 

Total  number  of  Gallons 

1,256,300 

X408,400 

Cost  of  Horse  Hire  in  1910  £50  10  0 or  9^d.  per  1000  Gallons  used 
„ „ , 1909  £55  15  0 „ 9id.  „ „ 

„ „ „ „ „ 1908  £72  11  3 „ lOd.  „ „ 


STREET  SCAVENGING. 

The  cost  of  this  work  was  £138;  compared  to  £128  in  1909 


SEWERAGE. 

No  Complaints  have  been  received  during  the  past  year 
as  to  the  working  of  the  Septic  Tanks.  To  relieve  the  Overstrand 
Eoad  Sewer  during  the  heavy  rains,  a scheme  for  a temporary  storm 
water  outlet  has  been  carried  out. 
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Two  old  Ventilation  Shafts  have  been  taken  down  in  the 
town,  and  another  has  been  removed  to  a more  suitable  position. 

The  labour  at  the  Septic  Tanks  during  the  year  has  cost 
£\7  15  11. 


SURFACE  WATER  DRAINAGE. 

. The  Bond  Cabbell  Trustees  have  laid  a surface  water 
sewer  in  the  widened  portion  of  Mill  Lane,  and  also  in  the  lower 
portion  of  Clare  Road;  this  is  connected  to  the  existing  surface 
water  sewer  in  Connaught  Road  which  previously  discharged  into 
the  Sewers.  The  whole  now  empties  into  the  Water  Course  by 
Cromwell  road. 

Owing  to  the  very  wet  Season,  the  Pond  on  the  North- 
repps  Road  overflowed  and  flooded  the  road.  A temporary  con- 
nection was  made  to  the  sewer  to  prevent  this,  and  a Surface 
Water  Sewer  was  laid  at  the  expense  of  the  Owner  concerned^ 
which  will  be  connected  to  the  Pond  as  soon  as  the  weather  will 
permit  without  unnecessary  expense. 

A new  manhole  has  been  built  in  the  surface  water 
sewer  in  Cliff  Avenue,  and  3 gullies  disconnectei  from  the  Sewer, 
and  taken  to  it. 


FORESHORE. 


The  Receipts  from  the  Foreshore  constitute  a record,  and 
show  an  increase  of  £25  Is  3d  over  the  previous  year. 


1910 

£71  2s,  9d. 
£16  Is.  Od, 
£23  5s.  Od. 


1909 

£46  4s.  Od. 
£16  3s.  Od. 
£23  Os.  Od. 


1908 

£46  17s.  6d. 
£14  17s.  6d. 
£23  5s.  Od. 


Tents 

Chairs 

Machines 


£110  8s.  9d. 


£85  7s.  6d. 


£84  Os.  Od. 


Cost  of  Bathing 
Protection  Boatmen 
Inspector,  Rent  &c. 
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£100  2s.  9d, 


;fl30  Is.  5d.  £115  12s.  9d. 


Owing  to  the  large  increase  in  the  work  Mr.  Bishop  was 
appointed  in  August  as  Beach  Inspector,  and  Mr.  Watson  devoted 
his  whole  time  as  Hackney  Carriage  Inspector. 

HACKNEY  CARRIAGES. 


The  usual  two  Inspections  were  held 

and  the  following 

Licences  granted: — 

1910 

1909 

1908 

Carriage  Licences 

49 

46 

47 

Drivers’  „ 

56 

50 

48 

Omnibus’  „ 

8 

8 

9 

Conductors’,, 

12 

8 

12 

Drivers’  „ 

11 

10 

10 

Donkeys*  & Ponies 

20 

STREET 

LIGHTING. 

One  Gas  Lamp  has  been  taken  down,  and  two 

additional 

lamps  have  been  fixed. 

The  ten  flame  Arc  Lamps  have  been  changed  for 

“Excello” 

Arc  Lamps. 

The  total  number  of  Lamps  is  as  follows:- 

1910 

1909 

1908 

Incandescent  Gas  Lamps 

181 

180 

186 

High  power 

1 

1 

1 

Electric  Arc  Lamps 

10 

10 

10 

,,  Metallic  Filament  Lamps 

6 

6 

198 

197 

197 
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STOREYAED 

The  Railway  Siding  has  been  repaired. 

676  Yards  of  Concrete  Channel  has  been  made,  at  a cost 
of  1/3  per  lineal  yard. 


ISOLATION  HOSPITAL. 

A fire  occurred  in  October  at  the  Laundry  Block  owing 
to  the  overheating  of  the  flue  to  the  Disinfector;  fortunately  little 
damage  was  done  and  the  chimney  has  been  entirely  rebuilt  in  an 
improved  manner. 

A report  has  been  prepared  on  several  repairs  and  alter- 
ations required  to  the  Buildings,  and  the  matter  is  being  dealt  with 
by  a special  sub-Committee. 

The  bucket  and  the  pump — which  has  been  in  use  since  the 
well  was  sunk — became  defective  and  had  to  be  drawn  and  a new  one 
inserted.  This  work  was  done  by  the  Council’s  own  men. 


NEW  CEMETERY. 

The  scheme  of  Surface  Water  Drainage  has  been  completed 
and  is  w’orking  very  satisfactorily. 


HOUSE  SCAVENGING. 

1033  Van  Loads  of  Refuse  were  collected  during  the  year, 
compared  to  1028  in  1909. 

The  cost  of  collecting  and  tipping  same  was  £410-8-1 
compared  to  £410-12-2  in  1909. 
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The  Contractor  for  the  removal  of  the  House  Refuse 
having  given  notice  that  he  was  not  prepared  to  renew  his  Contract 
r)n  the  old  terms,  a special  report  was  prepared  and  consid- 
ered on  the  provision  of  a Refuse  Destructor  together  with  three 
other  methods  of  disposal  which  were  offered  the  Council. 

The  tender  of  Mr.  G.  Riches  to  cart  and  tip  the  Refuse  at 
his  brickfields  at  Felbriggwas  finally  accepted  for  a year. 

The  estimated  cost  for  the  disposal  of  the  refuse  by  a Des- 
tructor was  £196,  compared  to  an  estimated  cost  of  £206  under  the 
scheme  accepted. 

A most  suitable  site  for  a Destructor  having  been  offered 
at  a reasonable  figure,  the  question  of  its  purchase  is  now  under 
consideration. 


TRADE  REFUSE. 

The  amount  of  trade  refuse  removed  ( without  charge) 
having  increased  yearly  for  some  time,  the  question  whether  some 
alteration  in  the  rules  governing  its  removal  should  not  be  made,  is 
receiving  the  consideration  of  the  Sanitary  Committee. 

Particulars  as  to  the  practice  of  36  seaside  and  inland  resorts 
Muth  reference  to  the  removal  of  trade  refuse  have  been  obtained  ; of 
these : 

9 remove  trade  refuse  without  charge  (which  is  the  present  rule 
at  Cromer) 

8 remove  small  quantities  only, 

11  make  a charge, 

7 do  not  collect  trade  refuse, 

1 has  the  matter  under  consideration. 
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BUILDING  BYE  LAWS. 


1910 

1909 

1908 

Sets  of  Plans  submitted 

11 

11 

19 

Number  approved 

11 

11 

17 

Representing 

Dwelling  Houses 

7 

3 

5 

Alterations  & Additions 

6 

6 

12 

Outbuildings 

1 

0 

2 

Motor  Garages 

1 

0 

2 

Public  Buildings 

0 

1 

0 

- Other  ,, 

0 

0 

1 

Roads 

0 

3 

0 

Sewers 

0 

2 

0 

Surface  Water  Sewers 

0 

3 

0 

15 

18 

22 

TEMPORARY 

BUILDINGS. 

1910 

1909 

Number  of  Requisitions  received 

8 

12 

,,  ,,  Buildings  erected 

7 

11 

Number  of  Buildings  on  January  1st  1910 

11 

„ „ erected  during  the  year 

7 

18 

„ , , ,,  taten  down  during  the  year 

2 

„ „ ,,  on  December  3Ut  1910 

16 

I have  the  honour  to  be,  Gentlemen, 

Your  obt client  servant, 

EGBERT  CROOME. 


January  24th,  1911. 
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Report  of  the  Sanitary  Inspector 
for  the  year  ending  Dec.  31st.  1910. 


To  the  Chairman  and  Members  oj  the  Sanitary  Committee. 


Gentlemen, 

In  the  appended  tables  I have  given,  as  required  by  the 
Local  Government  Board,  full  particulars  of  the  Sanitary  Work 
done  during  1910  compared  to  the  previous  year. 

It  has  not  been  necessary  to  serve  any  statutory  notices, 
as  the  six  informal  notices  served  were  complied  with. 

I have  made  with  the  Medical  Officer  of  Health,  on 
general  Inspection  of  the  Factories  and  Workshops,  and  one  of  the 
Dairies. 


A special  Inspection  and  Report  has  been  made  and 
presented  on  the  Overcrowding  in  the  district. 


An  Inspection  of  the  District  under  the  Housing  Act,  1909 
has  been  commenced. 


I have  the  honour  to  be.  Gentlemen, 

Your  obedient  servant, 

ROBERT  CROOME. 


January  17th,  1911. 


STATEMENT  A. 

Showing  the  work  done  by  the  Sanitary  Inspector  during 
the  year  ending  December  31st,  1910  : — 
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1909. 

1910 

House  to  House  Inspections 

301 

149 

Special  Inspections  and  Investigations  of  Com- 
plaints 

89 

68 

Re-Inspections,  &c.,  to  ascertain  progress  of 
Sanitary  and  Informal  Orders 

548 

373 

Inspections  of  Nuisances,  &c.,  discovered 

92 

45 

Visits  in  connection  with  Infectious  Diseases 

559 

141 

Inspections  under  the  Factory  and  Workshops 
Acts 

35 

10 

Re- Inspections  under  the  Factory  and  Work- 
shops Acts 

8 

10 

Visits  in  connection  with  Dairies  and  Cowsheds 

11 

15 

Visits  to  the  Isolation  Hospital 

9 

5 

Visits  to  Caravans 

0 

0 

Premises  Inspected  in  Sanitary  Census 

14 

1 

Re-Inspections  &c.,  under  Orders  &c.  due  to 
same 

24 

0 

Premises  inspected  under  Housing  Act 

45 

Re- Inspections  &c.  „ ,,  „ 

40 

Total 

1690 

912 

- 

1910 

1909 

Premises  Disinfected 

10 

65 

Rooms  Disinfected 

14 

79 

Insanitary  Houses  reported  to  M.O.H. 

0 

1 

Premises  to  which  Smoke  Test  was  applied 

3 

15 

Committee  Meetings  attended 

21 

20 

Letters  (including  complaints)  received 

95 

169 

Letters  (including  School  Notices)  sent  out 

105 

400 

Preliminary  Notices  served 

6 

1 

Legal  Notices  served 

0 

6 

Defects  found  by  House  to  House  Inspections 

20 

12 

„ „ „ Sanitary  Census 

1 

15 
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„ „ „ other  Inspections  ...  45  92 

„ ,,  „ Housing  Act  Inspections  . . 29 

Complaints  received  at  Office  ...  ...  "'68  §89 

*Of  these  20  were  found  on  investigation  to  be  unfounded. 

§ >»  44  ,,  ,,  ,,  „ 

Total  number  of  matters  dealt  with  ...  163  208 


STATEMENT  B. 


Giving  details  of  the  163  matters  dealt  with. 


Overcrowding 

1910 

12 

1909 

16 

Flushing  Apparatus  to  W.C.’s  defective 

8 

3 

Sink  and  Bath  Wastes  defective 

6 

5 

Collection  and  Storage  of  House  refuse 

16 

24 

Sanitary  Conveniences  in  bad  condition 

16 

21 

Rain  Water  Guttering,  &c.  defective 

I3 

5 

Habitable  Room  with  insufficient  Window  ... 

4 

0 

,,  ,,  ,,  „ Ventilation 

4 

1 

Removal  of  Swill 

6 

13 

Removal  of  Manure  &c. 

10 

4 

Drains  Choked 

5 

12 

Drains  defective  ... 

9 

19 

Street  Gullies 

0 

3 

Defective  Air  Inlet  to  Drains 

0 

4 

,,  Ventilation  Shafts  to  Drains 

2 

6 

,,  „ Sewers 

0 

1 

Fowls 

0 

4 

Pig  Keeping 

0 

2 

Fish 

1 

4 

Insanitary  Premises 

1 

5 

Sanitary  condition  of  Yards 

14 

9 

Basement  flooded  ...  ... 

3 

3 

Stables  ... 

5 

9 

Sanitary  Condition  of  Premises 

2 

5 

28 


2 2 

0 5 

1 2 

1 1 

0 1 

14  15 

1 3 

2 1 
6 

Total  163  208 


STATEMENT  C. 

In  connection  with  the  Infectious  Diseases  Inspection,  the 
following  defects  were  found  in  the  premises  referred  to  in  the 
Certificates  ; — 

Overcrowding  ...  ...  ...  ...  1 

STATEMENT  D. 

Showing  the  work  done  under  the  “ Sanitary  Census.” 

1910  1909> 

Premises  Visited  ...  ...  ...  1 14 


Defects  Discovered  ... 

1 

15 

Overcrowding 

1 

STATEMENT  E. 

Showing  the  work  under  the  Dairies,  Cowsheds  and 

Milk- 

shops  Order,  1885  : — 

1910 

1909^ 

Dairies  on  Register  ... 

6 

6 

Cowsheds  on  Register 

3 

3 

Number  of  Inspections  and  Visits 

15 

11 

Accumulation  of  Manure 

1 

Non-notifiable  Diseases 
Lime-washing  of  Premises 
Insanitary  Sleeping  Room 
Cowsheds  and  Dairies 
Wells 

Sundry  Complaints  investigated 
W.C.’s  Insufficient  Ventilation  ... 
Smoke  Nuisance 
Fish  Bait 
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STATEMENT  F. 


Showing  the  work 

under  the  Factory  and  Workshops 

Acts : — 

1910 

1909 

Factories  on  Register 

8 

8 

Workshops  on  Register 

43 

41 

Workplaces  on  Register 

3 

3 

Number  of  Inspections 

20 

35 

Number  of  Re- Inspections 

10 

8 

Defects  Discovered. 

No  provision  of  Fire  Escape  ...  ...  1 

Sanitary  Conveniences — Insufficient  Ventilation  1 

Bad  Condition  of  Sanitary  Convenience  ...  3 

Number  of  Notices  served  ...  ...  5 

Number  of  Notices  received  from  H.M.  Inspector  1 

In  One  Case  no  Abstract  of  the  Act  was  exhibited  as  required. 


STATEMENT  G. 


Showing  the  work  under  the  Housing  Act,  1909. 

Number  of  Houses  Inspected  ...  ...  ...  45 

,,  found  satisfactory  ...  ...  20 

25 

„ ,,  to  stand  over  for  further  report  ...  7 

„ „ in  which  action  has  been  taken  ...  18 

25 

„ „ where  required  work  has  been  completed  0 

„ „ carried  forward  to  next  year  ...  25 


The  details  of  the  defects  discovered  will  be  found  in  the  Report  of 
the  Medical  Officer  of  Health. 

Number  of  Re- Inspections  &c.  to  ascertain  progress  of 

statutory  and  informal  notices  ...  ...  '40 


Cromer  Fire  Brigade. 


Report  of  the  Chief  Officer  for  the  Year  ending 
31st  December,  1910. 


To  the  Chairman  and  Members  of  the  Fire  Brigade  Committee. 
Gentlemen, 

I have  to  report  that  during  the  year  only  one  call  was 
received  by  the  Brigade,  that  being  to  a fire  at  the  Council’s  Isola- 
tion Hospital,  Roughton  Heath,  where  the  roof  of  the  Laundry 
block  had  become  ignited  through  the  overheating  of  the  flue  from  the 
disinfector.  The  engine  was  taken  but  not  used,  as  the  outbreak 
had  been  got  under  before  the  arrival  of  the  Brigade.  The  charges 
and  expenses  were  paid  by  the  Insurance  Co.  concerned. 

During  the  year  two  5G-ft.  lengths  of  canvas  hose  with 
instantaneous  couplings  have  been  purchased,  but  with  this  excep- 
tion there  has  been  no  alteration  in  the  plant  or  appliances  possessed 
by  the  Brigade. 

The  question  of  the  fire  alarms  which  was  under  discussion 
at  the  close  of  last  year,  was  settled  by  a contract  being  entered 
into  with  the  General  Post  Office  continuing  the  fire  alarm  bells  in 
the  houses  of  the  members  of  the  brigade  and  the  fire  alarm  post  at 
the  junction  of  Park  and  Station  Roads,  Suffield  Park;  two  posts 
in  the  town  itself  were  discontinued.  The  Brigade  has  also  been 
connected  with  the  telephone  system,  an  instrument  fixed  at  the 
Fire-Alarm  Superintendent’s  house  enabling  an  alarm  to  be  given 
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direct  either  day  or  night.  Towards  the  cost  ot  this  additional 
facility  in  giving  an  alarm,  annual  subscriptions  have  been  promised 
by 

£ s.  d. 


The  Lady  Battersea  ...  ...  2 2 0 

The  Lady  Speyer  ...  ...  2 2 0 

H.  Broadhurst,  Esq.,  J.B.  ...  10  0 

The  Overstrand  Hotel  Co.,  Ltd.,  ...  110 

The  Royal  Links  Hotel  ...  ...  110 


£6  16  0 


The  Hanworth  Parish  Council  having  entered  into  an 
agreement  with  the  Council  for  the  services  of  the  brigade  in  that 
parish  at  an  annual' retaining  fee  of  £3,  the  list  of  Parishes  now 
numbers  11  and  the  total  contributions  amount  to  £37  10s. 

The  conduct  of  the  Brigade  has  continued  satisfactory  and 
I have  pleasure  in  again  acknowledging  the  assistance  at  all  times 
rendered  by  the  Lieutenants  and  the  Fire-Alarm  Superintendent. 

I am.  Gentlemen, 

Your  obedient  servant, 

J.  K.  FROST. 

Chief  Officer » 


Waterworks  Department 


STATISTICS. 
CAPITAL  OUTLAY. 


Cost  of  Works  to  31st  March,  1909 
Expenditure  in  Year 


£ s.  d. 
102,639  16  2 

. . 333  9 3 

Total  £102,973  5 5 


LOANS. 

Interest  and  Charge  for  Loans. 


£68,294 

16 

10 

Rate  of  Interest. 

£3f 

Date  of  Payment 

1952 

32,600 

0 

0 

3f 

1963 

1,400 

0 

0 

3f 

1945 

252 

0 

0 

3f 

Repaid 

Annual  Charge  (irrespective  of  additional  Loans  required) 

Until  the  year  1945  £4525  2 8 per  annum 

From  1945  until  1952  4456  11  2 „ 

From  1952  until  1963  1368  0 8 „ 

WATER  SUPPLY. 


Estimated  supply — 

Metton  Works  730,000  gallons  per  day 

Cromer  ,,  200,000  „ 


Total  930,000 
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Allowing  30  gallons  per  head  the  supply  is  sufficient  for  a 
population  of  31,000. 


STORAGE. 


Storage  provided — 

No.  1.  Aylmerton  Reservoir 
2.  Cromer  ,, 


3. 


4. 


M >» 

Water  Tower 


1,000,000  gallons 
600,000 
120,000 

50.000 

1.770.000 


MAINS. 


Mileage  to  31st  March,  1909 
Added  in  Year 

Total 


Public  Mains.  Private  Mains. 


M. 

Yds. 

M. 

Yds. 

20 

1024 

— 

722 

1 

229 

1 

502 

21 

1253 

1 

1224 

ABSTRACT  OF  WORKING  STATEMENT 

For  the  Year  ending-  31st  March,  1910. 

Quantity  of  Water  supplied — 

Metton  Works  76,521,000 

Cromer  ,,  < 1,243,000 

77,764  000 

Average  No.  of  Inhabited  Houses  supplied  1291  houses 

Estimated  Population  supplied  ) y 200 

(Equated  for  Season  and  Non-Season  months)  J ’ 

^Average  Daily  supply  for  Domestic 

purposes  only 


168,000 


Average  daily  supply  for  other 
purposes 


45,000 


213,000  galls. 


'•'Average  daily  supply  per  house  for 
Domestic  purposes  only 

^Average  daily  supply  per  head  for 
Domestic  purposes  only 

Per  Million  Galls. 


130 


23 


5) 


‘Per  Thousand  Galls. 


Capital  employed  £1324-17  £1-32 

Tons  Cost  Average  price  per  ton 

Coal  used  315  £336  £114 

♦NOTE  This  includes  the  water  used  for  Boilers,  Flushing  Mains,  and  Fire 
Extinguishing  for  which  no  allowance  is  made. 


REVENUE  ACCOUNT.  1909=10. 


Items. 

Amount. 

Price  per 
1000  galls. 

Per  cent,  on 
Income. 

Gross  Inco.me 

£ 

5052 

£ 

Pence 

15-59 

Pence 

104-97 

1 

Less  Empties  & Allowances 

239 

•74 

4-97 

4813 

14-85 

100-00 

Expenditure. 

! 

Pumping 

550 

1 

1-7 

11-42 

Maintenance 

70 

•21 

1-45 

Main  Repairs  including 

Inspection  ... 

111 

1 

•34  I 

2-31 

Rates  and  Taxes 

341 

1-05 

7-10 

Management 

393 

•6 

4-01 

1265 

3-9 

26.29 

Profit. 

3548 

10-95 

73-71 

Loan  Charges 

4525 

13-96 

1 

94-01 

Deduct  profit 

i. 

3548 

10-95 

73-77 

Charge  on  District  Rate  ... 

1 

i 

977 

3-01 

20.30 

J.  K.  FROST, 

Clerk. 


